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FINANCE DEPARTMENT 


NOTIFICATION 


The 11th May, 2016 


S.R.O. No. 178 / 2016— In exercise of the powers conferred by Section 6 of the 
Odisha Entry Tax Act, 1999 (Odisha Act, 11 of 1999 ), the State Government, having been 
satisfied that it is necessary so to do in the public interest, do hereby direct that the 
following laboratory equipments or instruments or accessories which are Scheduled goods 
to be procured by the Biju Patnaik University of Technology , Odisha , Rourkela for its 
Electronics & Communication Engineering Department, Center for Advanced Post 
Graduate Studies , Chhend , Rourkela to be used in Laboratory and Research purpose , 
shall be exempted from levy of tax under the said Act on its entry into the local area 
subject to condition that the Biju Patnaik University of Technology, Odisha , Rourkela shall 
furnish a copy of the Certificate in the prescribed pro forma, as appended to the Finance 
Department Office Memorandum No.36246 /F ., dated the 20th October 2012 , duly signed 
by the authorised officer of their organisation to the Officer - in -charge of the check gate 
through which the goods enter into the State and another copy of such Certificate shall 
accompany the consignment during transit : 


Item Code 


Item Description and Make 


Quantity 


SI 
No. 
( 1) 


( 4 ) 


( 2 ) 
E8257D 


( 3 ) 
PSG analog signal generator 


1 . 


2 . 


E8257D -540 


Frequency range cum 250 KHz to 40 GHz 


1 


3 . 


E8257D - 007 


Analog ramp sweep 


1 


4 . 


E8257D - 1E1 


Step attenuator 


1 


5 . 


E8257D -UNT 


AM FM phase modulation and LF output 


6 . 


E8257D -UNW 


Narrow pulse modulation 


1 


2 


( 1) 
7 . 


( 2 ) 
MSO7104B 


(4 ) 


1 


( 3 ) 
Mixed Signal Oscilloscope: 1 GHz, 4 analog 
plus 16 digital channels 
14 GHz Field Fox Microwave analyzer 


8 . 


N9916A 


1 


9 . 


N9916A - 210 


1 


Vector network analyzer transmission / 
reflection 


10 . 


N9916A - 233 


Spectrum analyzer 


1 


11. 


N9916A -308 


Vector voltmeter 


1 

1 


12 . 


85518A 


Calibration kit 4 – in -1 open short load and 
through DC to 218GHz type – n (m ) 50ohm . 
Cable type – N (male ) to type – N (male ) 
50ohm 24 inches . 


13 . 


N6314A 


1 


14 . 


N6315A 


Cable type – N (male ) to type – N (male ) 
50ohm 24 inches . 


15 . 


DSO9104A 


Oscilloscope – 1-GHz4 channel 


16 . 


N2905A -010 


Infiniium 9000series upgrade from 1GHz to 


2.5GHz bandwidth . 


17 . 


E3632A 


18 . 


16804A 


1 


DC Power supply . Single output, dual range : 
0-15V , 7A ;0-30V ,4A 105 / 120W.GPIB . 
Logic analyzer, 136 channel, 4Ghz timing , 
250Mhz state , 1m depth . 
Probe, 17 -channel single - ended flying 
CXA signal analyzer – frequency range 9Khz 
to 26.5GHz. 


19 . 


E5383B 


8 


20 . 


N9000A -526 


1 


21 . 


N9000A 


CXA signal analyzer 


1 


22 . 


N9000A - EMC 


Basic EMC functionality 


1 


[No. 14223 - FIN -CT1 - TAX -0016 /2013/ F .] 

By Order of the Governor 


S. ROUT 


Under-Secretary to Government 
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